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SECRET 

SC-A-5 

15 January 1951 


DEPUT1 DIRECTOR'S STAFF CONFERENCE 


/.GENOA 


Director's Conference Room, First Floor 
Administration Building 
on Monday, 1.5 January 1951 > at 1100 hours 


r 

1. Allocation of Class A Equipment Mr. McConnel 

2. Graphics fir. -icConnel 

3. Congressional Contacts Mr. AlcConnel 

h. Revision of Security Regulations 
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